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SAMPLING 

OF CIGARETTES 

Albany, N. Y. 


Long Beach, Cal. 

Albuquerque, N. M. 


Los Angeles, Cal. 

Atlanta, Ga. 


Madison, Wise. 

Atlantic City, N. J. 


Memphis, Tenn. 

Baltimore, Md. 


Miami, Fla. 

Billings, Mont. 


Minneapolis, Minn. 

Boston, Mass. 


Montgomery, Ala. 

Bronx, N.Y.C. 


Muskegon, Mich. 

Brooklyn, N.Y.C. 


Newark, N. J. 

Buffalo, N.Y. 


New London, Conn. 

Chicago, Ill. North 

side 

New Orleans, La, 

Chicago, Ill. South 

side 

Oklahoma City, Okl; 

Cincinnati, Ohio 


Philadelphia,- Pa. 

Cleveland, Ohio 


Pittsburgh, Pa. 

Columbia, S. C. 


Queens, N.Y.C. 

Columbus, Ohio 


Roanoke, Va.- 

Concord, N.H. 


San Antonio, Texas 

Dallas, Texas 


San Diego, Cal. 

Denver, Colo. 


San Francisco, Cal 

Detroit, Mich. 


Seattle, Wash. 

Fresno, Cal. 


Sioux City, Iowa 

Houston, Texas 


Springfield, Ill. 

Indianapolis, Ind. 


Topeka, Kansas 

Jefferson City, Mo. 


Washington, D. C. 

Knoxville, Tenn. 


Wilkes-Barre, Pa. 
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